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S ^P 1 5 1957 


Mr. M » Moran M c Conihe 
Commissioner of ^ublic Building* 
General Htnrieti Atolniitration 
* eshingten 25, L>. C. 


Dear Mr. McConlhe: 

Our review of tho tentative drawing*, *ubmitt«d by 
Harrison i* Abrtmorit* on g August for our now headquarters 
building at Cangley, Virginia, baa boon completed in close 
collaboration with representatives of your Service. 

At the conclusion of tho Project Oimtivs mooting 
with architect- ongineor representatives , which tho Public 
Building* Service bold on * and lb September, it was decided 
that the direction*, suggestions and questions to bo presented 
to the architect- engine# r would bo prepared by the PBS and 
would Include the comments of this Agency. We have reviewed 
this material in draft form and find it to bo satisfactory. la 
addition, we have prepared several act* of drawings for the 
purpose of illustrating reqairomonts that could bettor bo shown 
graphically than in writing. Duplicate sets of prints are enclosed 
of the bellowing; 

i . Agency partition layout, all floor*. 

1. Alarms and detection device*. 

5. Heavy live loads (floor loads exceeding normal) 
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4 . -pace sroufdngs fef »ir conditioning. 

subject to she or corrections indicated oa the 

*feov« and to the material prepared by PBS, it in racemate wied 

that you approve the tentative drawing* and in* tract the architect - 
engiaeor to proceed with preliminary werking drawing*. 


me e rely. 


/v 

L. K. White 
-eputy director 
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